LILY POOL, HARMON PARK 
This beautiful and unique spot is located 
immediately below the $50,000 municipal 
swimming pool, overlooking the rock gardens 
and tennis courts. Particularly interesting in 
design and construction, it abounds with 
hundreds of fishes which are protected by the 
many varieties of water lilies. 
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